LIGNITE AS FUEL
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Suggested designs of boiler furnaces for burning lignite and
its carbonized residue, as given by Krelslnger, Augustine, and
Harpster, are reproduced in Fig. 16.

REFERENCES TO  SECTION VI.
(1)  U,S- Bureau of Mines, Bull. No. 14, 1912.
(2)  " Peat and Lignite, Nystrorn," Can. Dept. of Mines, 1908.
(3)  Randall and Kreisinger, U.S. Bureau of Mines, Bull. No. 2, 1910.
(4)  Haanel and Blizard, Can. Dept. of Mines, Report No. 331.
(5)  Wright, U.S. Bureau of Mines, Bull. No. 14, 1911.
(6)  Babcock, ibid., No. 89, 1915.
(7)  Naumann, Zeitsch. Electvoc'hem., 1916, 22, 109.
(8)  Fischer and Schneider, Stahl und Eisen, 1916, 36r 549 ; Braunkohle,
1916, 15,  141.
(9)  Kreisinger, Augustine, and Harpster, U.S. Bureau of Mines, Techn.
Paper No. 207, 1919.